MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  16  Township:  8  North  Range:  2  West  Corner  ID:  VanBu  K- 13 

Monument  Description  &  Remarks:  1"  Iron  Pipe.  Survey  Sign  5.5ft  above  ground  at  point  C 


References  On  File:  Matthew  E.  Wannemuehler  survey,  Kincaid  Site  (2010),  on  file  in  Recorder  Office 
(IN2011010232) 


